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TAGS: ASEC 

SUBJECT: CCTV INSTALLATION FOR USIS 

REF: OTTAWA 2726 

1. WSB PRESENTLY HAS INSUFFICIENT CCTV SUPPLIES TO SCHED- 
ULE FURTHER INSTALLATIONS AT THIS TIME. 

2. WSB TEAM SCHEDULED TO ARRIVE IN COMING WEEK; WILL SITE 
SURVEY CAMERA LOCATIONS AND IF SUFFICIENT ALARM CHANNELS 
ARE AVAILABLE. 

3. USING OUR PRESENT ALARM MONITOR SYSTEM, TWO DEDICATED 
TELEPHONE PAIRS WILL BE NECESSARY. 

4. CONSIDERING THE NUMBER OF CCTV MONITORS AND OTHER PRO- 
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TECTIVE SECURITY EQUIPMENT INSTALLED AT MSG POST ONE, RSO 
SHOULD CONSIDER A CONSOLE ARRANGEMENT TO MORE EEFECTIVELY 
HOUSE EQUIPMENT. 

5. WE WILL NOTIFY YOU WHEN EQUIPMENT IS AVAILABLE TO 
SCHEDULE INSTALLATION, BUT DO NOT BELIEVE INSTALLATION CAN 
TAKE PLACE PRIOR TO MID- JUNE. 
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